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Message Text 


UNCLASSIFIED 

PAGE 01 ATHENS 10158 241831Z 
41 

ACTION SCSE-00 

INFO OCT-01 EUR-12 ISO-00 SCA-01 PASS-00 /014W 

025639 

P241446ZDEC 75 

FM AMEMBASSY ATHENS 

TO SECSTATE WASHDC PRIORITY 1899 

UNCLAS ATHENS 10158 

E.O. 11652: N/A 

TAGS: CASC, GR (BORAS, VILELMINE) 

SUBJ: WAV: VILELMINE BORAS 

REE ATHENS 9783 

TO: MR. LOUIS BORAS 
454 WINDERMERE ROAD 

DREXEL HILL, PENNSYLVANIA 19026, TEL. 215-626-0542 

AMERICAN EMBASSY, ATHENS, GREECE, REPORTS THAT ACCORDING TO 
SISTER, MRS. PAPASTEFANOU, YOUR STEP-MOTHER, MRS. VELILMINE 
BORAS, WAS RELEASED FROM CLINIC DECEMBER 23, CURRENTLY STAYING 
WITH MRS. PAPASTEFANOU TEL. 7517-458 AS SHE UNABLE EULLY TAKE 
CARE OF HERSELF. ACCORDING MRS. PAPASTEFANOU CONDITION IS 
IMPROVED BUT ATTENDING PHYSICIAN ADVISED HER AVOID REMIND 
MRS. BORAS OE PAST AS THIS HAS NEGATIVE RESULTS ON TREATMENT. 
MRS. PAPASTEEANOU STATED THAT CLINIC EXPENSES AMOUNTED TO 
33,000 DRS. YOUR STEP-MOTHER WILL CONTINUE BEING UNDER MEDICAL 
ATTENDANCE FOR SOMETIME. INTERESTED PARTY COLLECT. 

KUBISCH 

NOTE BY OC/T: ATHENS 10158 PASSED ABOVE ADDRESSEE. 
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NNN 


Margaret P. Grafeid Deciassified/Reieased US Department of State EO Systematic Review 06 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 24 DEC 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975ATHENS10158 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750447-0398 
From: ATHENS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19751213/aaaaakth.tel 

Line Count: 47 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION SCSE 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 ATHENS 9783 
Review Action: RELEASED, APPROVED 
Review Authority: Kelley WO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 21 NOV 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <21 NOV 2003 by MaustMC>; APPROVED <20 JAN 2004 by KelleyW0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: W/W: VILELMINE BORAS 
TAGS: CASC, GR, (BORAS, VILELMINE) 

To: STATE 
Type: TE 
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